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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 014596 

54 

ORIGIN SCI-06 

INFO OCT-01 NEA-11 10-14 ISO-OO AID-20 AEC-11 ACDA-19 
CIAE-00 INR-10 L-03 NSAE-00 NSC-10 RSC-01 FEA-02 /108 R 
66605 

DRAFTED BY: SCI/AE: MBCONGDON 
APPROVED BY: SCI/AE: JLBLOOM 
ASIA/NE-J. TUCKER 
ASIA/TECH-B. TURNER 

DISTRIBUTION: IO, AID/TA/OST, AI/SER/ENGR, AID/ASIA/TECH. USAEC:DIP 

062158 

R231440Z JAN 74 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 
INFO AMEMBASSY ANKARA 
AMEMBASSY TEHRAN 

UNCLAS STATE 014596 

E.O. 11652: N/A 
TAGS: ENRG, TECH 

SUBJ: CENTO SCIENCE SYMPOSIA AND PANELS 
REFS: STATE 6836, TEHRAN’S 9125 

AMB. TAPE REQUESTS MISSION VIES ON FEASIBILITY AGENCY 
PARTICIPATED IN CENTO SCIENCE SYMPOSIA (REFTELS) AND TO 
PROVIDE TECHNICAL EXPERTS TO DISCUSS ECONOMICS OF NUCLEAR 
POWER PLANTS IN DEVELOPING COUNTRIES. SYMPOSIUM TO BE HELD 
IN ANKARA, MAY 6-9 1974 (SEE REFTELS BEINGREPEATED TO 
USMISSION). DOES MISSION SEE ANY DIFFICULTIES IN CENTO 
APPROACH TO IAWA ON THIS MATTER? ADVISE. KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEETING AGENDA, NUCLEAR ENERGY, MEETINGS, NUCLEAR REACTORS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 23 JAN 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE014596 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SCI/AE: MBCONGDON 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 21 /aaaaatmw.tel 

Line Count: 48 
Locator: TEXT ON-LINE 
Office: ORIGIN SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 6836, TEHRAN'S 9125 
Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 OCT 2002 by rowelle0>; APPROVED <21 -Nov-2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CENTO SCIENCE SYMPOSIA AND PANELS 
TAGS: ENRG, TECH 
To: IAEA VIENNA 
Type: TE 
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